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telegraphy. They came off very well with the train travelling at 60 miles
an hour. "We got signals over eight miles from the station. I have been
very busy lately with experiments of all kinds. We have just installed
our liquid air plant. It is going first-class and will produce about a quart
of liquid air per hour. We were very successful in finding that the
radioactive emanations or gases from radium and thorium were con-
densed by the intense cold by passage through a tube immersed in liquid
air. This was at a temperature of about 200 degrees below freezing point.
The point is valuable as showing that the view I have held all along is a
true one. These gases for a time possess the power of giving out X-rays.
I think I have got several rather good things on hand. I think I have
proved the existence of a type of radiation from the earth which will
go through 100 feet of iron. The result has important bearings on the
problem of the production of electricity in the atmosphere.